

2. Inquiries concerning this invention should be di- 
rected to: 

Technology Utilization Officer 
Headquarters 

National Aeronautics and Space 
Administration 
Washington, D.C. 20546 
Reference: B66-10577 


Patent status: 

Inquiries about obtaining rights for the commercial 
use of this invention may be made to NASA, Code 
GP, Washington, D.C. 20546. 

Source: J. M. Hoop and J. A. McDonald 
of the General Electric Co. 
under contract to 
NASA Headquarters 
(Hq-58) 
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